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Message Text 

UNCLASSIFIED 

PAGE 01 MANILA 10832 I40837Z 
ACTION COME-00 

INFO OCT-OI EA-09 ISO-00 EB-07 PASS-00 /0I7 W 

048294 I40958Z/I6 

R 140720Z JUL 77 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 2337 

UNCLAS MANILA 10832 

E.O. 11652: N/A 

DEPT PASS TO: 

PAUL N. HOWARD CO. 

POST OFFICE BOX 20488 
GREENSBORO, NORTH CAROLINA 27420 

AND 

AMERON, INC. 

400 S. ATLANTIC BLVD. 

MONTEREY PARK, CALIFORNIA 91754 

1. YOUR FIRM IS ON THE "PRE-QUALIFIED BIDDERS - TENTATIVE" 

LIST EOR THE CONSTRUCTION OF AQUEDUCT NO. 4, CONTRACT AQ-1, 

MANILA WATER SUPPLY PROJECT OF THE METROPOLITAN WATERWORKS 
AND SEWERAGE SYSTEM TO BE FUNDED BY THE ASIAN DEVELOPMENT 
BANK. 

2. THE BIDDERS FOR WORK UNDER THIS CONTRACT ARE BEING 
REQUIRED TO SUBMIT PROPOSALS FOR SUPPLYING OF ALL MATERIALS, 

SUPPLIES, LABOR AND EQUIPMENT TO CONSTRUCT: 

A) 12,600 M OE 3.4 M AND 3.2 M DIAMETER BURIED CONDUIT 

B) 5,900 M OF 3.4 DIAMETER LINED TUNNEL IN 1 1 TUNNEL SECTIONS 
UNCLASSIFIED 

UNCLASSIFIED 
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C) 1,350 M OF CONCRETE LINED OPEN CHANNEL 

D) INTERCONNECTING STRUCTURES, CONTROL WEIRS, AIR AND BLOW- 
OFE VALVES AND OTHER ANCILLARY WORK 

ALTERNATIVE MATERIALS FOR CONSTRUCTION OF THE BURIED 
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CONDUIT AND LINED TUNNER SECTIONS ARE: 

A) CAST-IN-PLACE CONCRETE PIPE 

B) PRECAST CONCRETE PIP (REINFORCED OR PRESTRESSED) 

C) STEEL PIPE 

THE SPECIFICATIONS ARE SUCH THAT ANY OF THESE ALTERNATIVE 
MATERIALS ARE EQUALLY ACCEPTABLE TO MWSS. 

3. BIDS WILL BE ACCEPTED ON TUESDAY, OCTOBER 4, 1977, 

ONLY FOR PREQUALIFIED BIDDERS. IF INTERESTED, SUGGEST 
THAT YOU CONTACT IMMEDIATELY THE FOLLOWING: 

A) MR. OSCAR 1. ILUSTRE 
ACTING GENERAL MANAGER 

METROPOLITAN WATERWORKS AND SEWERAGE SYSTEMS 
176 ARROCEROS STREET 
METRO MANILA, PHILIPPINES 

OR 

PROJECT MANAGEMENT OFFICE 
MANILA WATER SUPPLY PROJECT 
ROOM 203, ITC BUILDING 
337 BUENDIA AVENUE EXTENSION 
UNCLASSIFIED 
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MAKATI, METRO MANILA, PHILIPPINES 

4. A NON-REFUND ABLE PAYMENT IN CASH, OR CHECK PAYABLE 
TO THE METROPOLITAN WATERWORKS AND SEWERAGE SYSTEM, 
WILL BE REQUIRED FOR EACH SET OF BID DOCUMENTS, 

EXCLUDING BID FORMS AS THE LATTER WILL BE SUPPLIED 
ONLY TO PRE-QUALIFIED BIDDERS IN THE AMOUNTS OF ONE 
THOUSAND FIVE HUNDRED PESOS (PI, 500.00), IF AIR 
FREIGHTED, OR ONE THOUSAND PESOS (PI, 000.00), IF 
PURCHASED LOCALLY. 

5. WYATT MARTIN SENDS. 

STULL 

NOTE BY OC/T: PASSED ABOVE ADDRESSEES. 

UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM, CONSTRUCTION, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 14-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MANILA10832 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Expiration: 

Film Number: D770250-0848 

Format: TEL 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770758/aaaabxxk.tel 

Line Count: 108 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: f386566b-c288-dd1 1 -92da-001 cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1863031 
Secure: OPEN 

Status: <DBA CHANGED> mcm 20041104 

Subject: CONSTRUCTION 

TAGS: SENV, ECRE, RP, US, AMERON INC 
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Type: TE 
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